2021 Winter Schedule i me ; On Weekends, no Commuter Rail 


Effective January 23, 2021 es ing distance |)_hygi trains operate on the Lowell Line 


Monday to Friday 


Inbound to Boston AM PM Keep in Mind: 


ZONE STATION TRAIN # 7300 1300 1302 1304 1306 1308 1310 1312 1314 This schedule will be effective from January 
23, 2021 and will replace the schedule of 


Bikes Allowed db db bb db bb b&b & 5 cs November 2, 2020. 
6 Lowell 6 5:35 7:00 9:00 11:00 1:00 3:00 5:00 7:00 9:00 
5 North Billerica & 5:43 7:08 9:08 11:08 1:08 3:08 5:08 7:08 9:08 
3 Wilmington & 5:51 7:16 9:16 11:16 1:16 3:16 5:16 7:16 9:16 
2 Anderson/Woburn toe 5-56 7:20 9:20 11:20 1:20 3:20 5:20 7:20 9:20 
1 Wedgemere & 6:03 7:27 9:27 1:27 1:27 3:27 5:27 7:27 9:27 
1A | West Medford 6:07 FSi 9:31 HES 1:31 3:31 boil 7:31 9:31 
1A | North Station 6 6:21 7:42 9:42 11:42 1:42 3:42 5:42 7:42 9:42 


Monday to Friday 


Outbound from Boston AM PM dé Bikes: Bicycles are allowed on all trains. 


ZONE STATION TRAIN # 1301 1303 1305 1307 1309 1311 1313 1315 & High level platform and bridge plate available. 
Visit mbta.com/accessibility for more information. 


Bikes Allowed bb bb d& b&b bb cs) b& db 
1A | North Station 6 8:00 10:00 12:00 2:00 4:00 6:00 8:00 11:30 
1A West Medford 8:11 10:11 12:11 2:11 41 6:11 8:11 11:41 
1 Wedgemere toe 8:15 10:15 12:15 2:15 4:15 6:15 8:15 11:45 
2) Anderson/Woburn 6 8:22 10:22 12:22 2:22 4:22 6:22 8:22 11:52 
3 Wilmington & 8:26 10:26 12:26 2:26 4:26 6:26 8:26 11:56 
5 North Billerica & 8:35 10:35 12:35 2:35 4:35 6:35 8:35 12:05 
6 Lowell 6 8:42 10:42 12:42 2:42 4:42 6:42 8:42 12:12 


LALZETLOGV 


Massachusetts Bay Visit Customer Service Download the Follow 
T) Transportation Authority [C@2()LIS MBTA.com [hw 617-222-3200 =) commuter Rail App @MBTA_CR 


